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RG104 E-1 Box 120 


Office of Assistant Treasurer U.S. 
New York City 


January 13, 1880 


To the Hon. Director of the U.S. Mint 
Philadelphia, Pa 


Dear Sir: 

The genuineness of the enclosed one cent piece being doubted, it is sent you for the 
purpose of having your expert in such matters pass an opinion upon it. 

Very Respectfully, 

R. S. Hoff, 

Assistant Recovery Clerk 


[Note next sheet] 


This cent is doubtless genuine, having been mashed and put out of shape probably by a wheel of 
a carriage passing over it. It is 3-1/2 grains light. 


